NATIONAL  SHRINE  OF 
OUR  LADY  OF  VICTORY  BASILICA 
LACKAWANNA  18,  NEW  YORK 
THE  DOME 

"Painted,  over  a  period  of  3  years,  by  the 
.  renowned  Italian  artist,  Prof.  Gonippo  Raggij 
measures  80  feet  in  diameter  and  is  113  feet  above 
the  floor  of  the  Basilica.  The  mural  symbolizes  the 
Assumption  of  the  Blessed  Virgin  Mary  into  Heaven 
•  and  Her  Coronation  as  Queen  of  the  Angels  and 
Saints."  F.V.E. 
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